To:  Russo,  Rebecca[Russo. Rebecca@epa.gov] 

Cc:  Montgomery,  Becca  (Bennet)[Becca_Montgomery@bennet.senate.gov];  Sherman,  Laura 

(Bennet)[Laura_Sherman@bennet.senate.gov] 

From:  Whitney,  John  (Bennet) 

Sent:  Fri  8/7/2015  1 1 :04:29  PM 

Subject:  RE:  SITREP  2 for  the  Gold  King  Mine  Release 


Rebecca 


Any  update  on  test  results?  We  were  told  yesterday  they  would  be  in  at  noon  today,  and  we  still 
have  not  seen  full  results. 


John  Whitney 


From:  Russo,  Rebecca  [mailto:Russo.Rebecca@epa.gov] 

Sent:  Friday,  August  07,  2015  3:13  PM 

To:  'john_whitney@bennet.senate.gov';  'rosemary_rodriguez@bennet.senate.gov'; 
'sebastian_dawiskiba@bennet.senate.gov';  'chuck_poplstein@gardner.senate.gov'; 
'betsy_bair@gardner.senate.gov';  'Marcus,  Darlene';  'Aaron';  Swager,  Curtis  (Gardner) 
Cc:  Gray,  David;  Distefano,  Nichole;  Levine,  Carolyn;  Snyder,  Raquel 
Subject:  SITREP  2 for  the  Gold  King  Mine  Release 


http://epaosc.org/site/site  profile.aspx?site id=l  1082 


Rebecca  A.  Russo 

Region  8 Congressional  and  Intergovernmental  Liaison 
Office;  303-312-6757 
Cell:  303-204-1930 
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